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21 October 1957 | 
Geuersl Precision Laboratory Incorporated 
63 Beéford Road 
Pleasantville, Hew York 


Gestlemes : , 


Receipt is acktowledged of your letter dated 
10 October 1957, returning two executed copies of the 
mubject contract. 


in accoréamce with yar request the part mubers 
for Items aa anf 2 have been changed. A corrected copy 
of page & ts attached for your contract file. Please 
return the incorrect copy of the page to thie office. 


Very truly yours, 


25X1A 
Gentracting Officer 
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